INDEX. 


Automobile as an efficiency agent. G. W. BATCHELDER. 281, Sept. 


Batchelder, George W. Automobile as an efficiency agent. 281, Sept. 
Bradbury, E. G. Allowable leakage from water mains. 315, Sept. 


Compressed air, calking joints with. D. J. HicGins. 286, Sept. 


Dams, construction of. A.C. WALDRON. 268, Sept. 

Dipping needle in locating service and gate boxes, use of the. E. D. 
ELDREDGE. 294, Sept. 

Drainage areas, yield of. (Report of committee of N.E.W.W.A.) 397, Dec. 


Eldredge, Edward D. Use of the magnetic dipping needle in locating sérvice 
’ and gate boxes. 294, Sept. 


Filtration. 
Middleboro, Mass. -R.S. Weston. Ill. 52, March. 
Miraflores, Panama Canal Zone. G. M. WELLs. Ill. 238, Sept. 
Fire Protection. 
Proper charge for fire protection service. (Topical discussion.) 60, 
March; 140, June. 
Requirements for fire protection in a small town. W. S. JoHNsON. 


154, June. 
Frost. Care of gates and hydrants. (Discussion.) 300, Sept. 


Gear, Patrick. 
Care of gates and hydrants. 298, Sept. 
Meter found to be registering falsely, due to a fragment of plank. 68, 
- March. 
Goldsmith, Clarence. Study of cast-iron bell and spigot pipe joints. 113, 
June. 


Heffernan, David A. Low consumption of water in the town of Milton. 
290, Sept. 
Henderson, Lawrence J. Water and life. 1, March. 
Higgins, Daniel J. Calking joints with an air compressor. 286, Sept. 
Hydrants. 
Care of hydrants. Patrick GEAR. - 298, Sept. 
Proposed specifications for post hydrahts. (Report of committee of 
N. E. W. W. A.) 184, June. 
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Ice formation and attendant properties of water. L. J. HENDERSON. 7, 
March. 
Iron removed from water at Cohasset, Middleboro, and Brookline, Mass. 


R. S. Weston. Ill. 27, March. 


Johnson, William S. Some problems in the design of small water-works 
systems. 144, June. 

Joints. 

Allowable leakage from water mains. E. G. BRADBURY. 315, Sept. 

Calking joints with an air compressor. D. J. HIGGINS. 286, Sept. 

Experience in laying pipe with flexible joints. A.D. FLINN. 333, Sept. 

Study of cast-iron bell and spigot pipe joints by the Public Works De- 
partment of Boston. CLARENCE GOLDSMITH. Ill. 113, June. 


Lead. Lead alloys for packing joints of cast-iron pipe tested by the Public 
Works Department of Boston. CLARENCE GOLDSMITH. 118, June. 


Magnetic dipping needle used in locating service boxes. E. D. ELDREDGE. 
294, Sept. 

Manganese removed from water at Cohasset, Middleboro, and Brookline, 
Mass. R. S. Weston. Ill. - 27, March. 

Merrill, Frank E. Public watering stations. 357, Dec. 

Miraflores, Panama Canal Zone, water purification plant. G. M. WELLS. 


Ill. 238, Sept. 


New England Water Works Association. 
Address by the president. 93, June. 
Address by Mayor Curley of Boston. 344, Sept. 
Election of officers. 97, March. 
Principal statistics. 88, March. 
Proceedings. 

Annual meeting. 78, March. 

February meeting. 99, March. 

March meeting. 104, March. 

April meeting. 192, June. 

June meeting. 194, June. 

September convention. 339, Sept. 

November meeting. 557, Dec. 

December meeting. 560, Dec. 
Executive committee, 1914. 

Jan. 14. 109, March. 

Feb. 11. 110, March. 

Mar. 11. 110, March. 

April 15. 197, June. 

June 24. 197, June. 

Sept. 9. 355, Sept. 
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Nov. 11. 563, Dec. 
Dec. 9. 564, Dec. 
Dec. 26. 565, Dec. 


Reports. 
Committee on hydrant specifications. Progress, 89, March; final, 184, 
194, June. 
Committee on meter rates. Progress, 90, March; preliminary, 199, 348, 
Sept. 


Committee on standard specifications for cast-iron pipe. Progress, 92, 
March; 348, Sept. 
Committee on statistics of water purification plants. Progress, 90, March; 
2F 7 348, Sept. 
Committee on the yield of catchment areas. Progress, 90, March; final, 
349, Sept.; 397, Dec. : 
Committee to secure legislation to make water bills a lien on property. 
Progress, 101, March; final, 105, March. 
Secretary. 79, March. 
Treasurer. 82, March. 
Editor. 86, March. 
Auditing Committee. 89, March. 


- Pipes. Breaks caused by pumping air into pipes. H. A. SyMonps. 181, 


June. 
Pipes, cast-iron. Description of bell and plug adopted by San Francisco. 
CLARENCE GOLDSMITH. 331, Sept. 
Pipes, main. Some problems in the design of small water-works systems. 
 W.S. Jounson. 170, June. 
Pipes, cleaning. Use of the force pump in cleaning service pipes. (Topical 
discussion.) 70, March. 
Portrait. McInnes, Frank A. Frontispiece, 1914. 
Pumps. 
Table of pumping plants in Massachusetts. W.S. JoHNSON. 160, 174, 
June. 
Use of the force pump in cleaning service pipes. “(Topical discussion.) 
70, March. 


Table of reservoirs in Massachusett<«. W. 5S. JoHNSoN. 160, 174, June. 
Tables and diagrams to facilitate computation of safe storage capacity 
according to the character of the drainage area. 428, 525, Dec. 
Run-off. Yield of drainage areas. (Report of committee of N. E. W. W. A.) 
397, Dec. 


Sedimentation. Sedimentation basin at Miraflores plant. G. M. WELLs. 


245, Sept. 
Sullivan, William F. Water uses difficult to control. 377, Dec. 


a 
Reservoirs. 
* 
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Telephone. Automatic power or pumping plant operation observed by 
means of a telephone. R. D. CHAsE. 178, June. 

Topical discussion. 
Charge for fire protection. 60, March; 140, June. 
Cleaning service pipes with a force pump. 70, March. 
Locating underground leaks. 68, March. 
Trenching machines. 76, March. : 

Trenching machines in excavating in city streets. (Topical discussion.) 
76, March. 

Typhoid fever. Mortality rates of Philadelphia in relation to the water 
supply. J. O. VoGLESON. 127, June. 


Vital statistics of Philadelphia, 1862-1912. 127, June. 
Vogleson, J. O. Mortality rates of Philadelphia in relation to the water 
supply. 127, June. 
Walden, A. E. Construction of dams. 268, Sept. 
Water, waste of. 
Allowable leakage from water mains. 315, Sept. 
Locating hidden leaks. (Special discussion.) 68, March. 
Water. 
Discharge of water through garden hose with various types of nozzles 
and sprinklers: W.F. Suttivan. Ill. 385, Dec. 
Water and life. L. J. HENDERSON. 1, March. 
Yield of drainage areas. (Report of committee of N. E. W. W. A.) 
397, Dec. 


Water consumption. 
Water uses difficult to control. W.F.Sutiivan. Ill. 377, Dec. 


Low consumption of water in Milton, Mass. D. A. HEFFERNAN. 290, 


Sept. 
Water meters. Instances of tampering with meters. (Discussion.) 393, Dec. 
Water purification. 


Recent experiences in the deferrization and demanganization of water. 
R.S. Weston. Ill. 27, March. 

Statistics of water purification plants. (Report of committee of N. E. 
W. W. A.) Preliminary report. Forms for descriptive data and sta- 
tistics of analysis. 220, Sept. © 


Water rates. 
Proper charge for private fire protection service. (Topical discussion.) 


60, March. 
Standard schedule for meter rates. (Report of committee of N. E. W. 
W. A.) 199, Sept. 
Table showing the total collections of water rates and the amounts un- 
collectible in 48 towns. 106, March. 


Water works. 
Boston, Mass. Study of cast-iron bell and spigot pipe joints by the 


Public Works Department. CLARENCE GotpsmirH. Ill, 113, June, 
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Brookline, Mass. Recent experiences in the deferrization and deman- 
ganization of water. R.S. Weston. 47, March. 
Cohasset, Mass. Recent experiences in the deferrization of water. R. S. 
Weston. Ill. 32, March. 
Middleboro, Mass. Recent experiences in the deferrization and deman- 
ganization of water. R.S. Weston. Ill. 47, March. 
Water-works construction. 
Some problems in the design of small water-works systems. W. S. 
JOHNSON. 144, June. 
Table of water-works in Massachusetts showing length of mains and cost. 
W. S. JOHNSON. 172, Sept. 
Water-works systems. 
Milton, Mass. Low consumption of water. D. A. HEFFERNAN. 290, 
Sept. 
Panama Canal Zone. New water purification plant at Miraflores. 
G. M. WELts. Ill. 238, Sept. 
Watering stations, public. F.E. MERRILL. 357, Dec. 
Wells, George M. Water purification plant at Miraflores. 238, Sept,. 
Weston, Robert Spurr. Recent experiences in the deferrization and deman- 
ganization of water. 27, March. 
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